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INFO OCT-01 AF-08 ISO-OO EB-07 /016R 

DRAFTED BY COM/OED/MEPD/IPHILBRICK/LW 
APPROVED BY EB/OCA/CM/JIREILLY 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIRECTOR 
STATE/AFAV/ELOLLIS (INFO) 
COM/OIM/RBIDDLE (INFO) 

AF/LWHITE (INFO) 

190717Z 087805/21 

R 182128Z IAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LAGOS 


Message Text 


LIMITED OFFICIAL USE STATE 01 1775 

E.O. 11652: N/A 

TAGS: BENC, NI 

SUBJECT: MAJOR PROJECT: SHIRORO HYDROELECTRIC COMPLEX 

REF: LAGOS 403 

1 . ALLIS-C;ALMERS CALLED MEPD, USDOC TO INQUIRE ABOUT THE 
COMPETITION THEY MAY EXPECT TO ENCOUNTER ON SUBJECT 
PROJECT. WE CANNOT GIVE OUT NAMES OF U.S. COMPETITORS 
IDENTIFIED REFTEL OUT WOULD LIKE TO ASSIST ALLIS-CHALMERS 
WITH IDENTITIES OF FOREIGN FIRMS PREQUALIFIED FOR TURBINES 
AND GENERATORS. ALSO WOULD LIKE NAME OF SOVIET FIRM 
REFERRED TO IN PARA 2 REFTEL AND WOULD BE INTERESTED IN AN 
ESTIMATE OF WHETHER OR NOT THEY WILL ACTUALLY BID. IF 
EMBASSY CANNOT DETERMINE RIGHT NOW W;ETHER SOVIETS WILL 
BID, PLEASE KEEP THIS POINT IN MIND AND NOTIFY MEPD WHEN 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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EVER YOU DO HEAR SOMETHING ON THIS POINT. YOUR 
ASSISTANCE MOST APPRECIATED. 

KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 18-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE01 1775 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77001 9-0653 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 40/aaaabiwp.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 2e6847d5-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 77 LAGOS 403 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3568702 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SHIRORO HYDROELECTRIC COMPLEX 
TAGS: BENC, Nl 
To: LAGOS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2e6847d5-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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